ANDREWS INTL / HBID INCIDENT REPORT/LOG 


FOOT BEAT ED 30 


DATE 11-16-2015 
SGT K.Nam #131 
OFCR 

SUPERVISOR 


0600/0615 SOW: Checked out vehicle #3 


0620/0800 Admin: TASER meeting preparation 


0800/0945 Public Safety Issue: 6433 Hollywood: Pacific Theater: 
FB 4 Ofcr Mccall and Ofcr Ayala observed metal 
flashing hanging precariously from the tower atop the 
building. They immediately recognized the potential 
danger to the public and notified me of the situation. 
Part of the metal flashing fell from the tower onto the 
sidewalk, no pedestrian was harmed. The metal debris 
was approximately 30 feet in length. 


I notified LAPD and LAFD of the situation and the 
potential danger to public safety. Ofcr Parra and 
Wissman blocked westbound pedestrian traffic and I 
stopped eastbound ped traffic until relieved by LAPD. I 
also contacted the property management company and 
spoke with Erin (310) 855-8210. LAFD cleared the 
scene when they were not able to scale the tower and 
advised Erin that they have to contact private 
contractor to scale/rectify the issue. 


0950/1000 Backup Radio Call: Blessed Sacrament Church: Assist FB 4, 
ED 10 approved. 


Flag Down: 6254 Lexington: Taco Bell: Manager requested 
1010/1020 trespass subject be removed from the location. Subject 
complied no further. 


Radio Call: 6520 Hollywood: W Hotel: RP Santiago: 
1020/1030 Trespass subject was GOA, no further. 


1110/1120 Backup Radio Call: 6407 Sunset: Jack in the Box: Assist FB 
4 


ANDREWS INTL / HBID INCIDENT REPORT/LOG 


1130/1200 Code 7 

1200/1220 Transport: ED 10 to Taft Building for meeting 
1220/1230 PM Briefing 

1230/1345 Admin: update log, work on TASER meeting 


1430 EOW 
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